Approved For Release 2003/(^Ug£p-RDP63-00313A0006001 00050-0 


IDEA 0073 
Copy^of Y 

9 January 1003 


MEMORANDUM FOR THE RECORD 
SUBJECT: Telecoa with 


hFCIG-5 25X1 A 


The undersigned call© 




at 


i j 52 EST, 31 December 1962 and advised him that the 
test to be run against CBA is now tentative ;y set for 
the weefc of 2i January 1903. We will advise him as 
soon as possible when the test is scheduled. He said 
the only problem is the CBA test sit© reservation. 
McCoy Air Fore© Base is no problem. 


25X1A 


25X1A 

OSA/OD/C/IDKA 


Distribution: 


#1 - OSA/QD/IDEA 
#2 - OSA/C/OD 
#3 - OSA/EO 
#4 - OSA/RB 
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25X1A 
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